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STATINTL 


STATINTL 


OGC HAS REVIEWED. 


TRANSMITTAL SLIP" " ' 

18 August 1948 

DATE 


TO 


BUiLbmxr 


North 


ROOM NO. 

214 


REMARKS: 

Pursuant to our conversation 
I feel that this extension shouli 
oontain notice to the contractor 
that it la granted on the under- 
standing that the continuation 
of the work will not incur any 
additional expense to the Gove mf- 
ment over and above the amount 
specified in the original con- 
tract* 


~r 



FROM: 



I*. R« Houston 

» General 

Counsel 

BUILDING 

ROOM NOt 

EXTENSION 

FWA 

7113 

733 

MRM NO. 3S-8 “ 

SEP 1946 8 


(1299) 
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